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PRICE SCHEDULE 


June 1973 


Bence PRODUCT DESCRIPTION PRICE 


Audio Limiters 


200-00 Average and Peak Responding Limiter 480, 
210-00 Frequency-Selective / Broadband Peak 490, 
Limiter 
-O1 Line Input Transformer option for 355 
Modeis 200 and 210 
-02 Remote Gain Reduction Meter for 50, 


Models 200 and 210 


v 2-Channel Tape Recording Electronics 


355-00 with 250kHz bias; equalization for 1200, 
7.5-15= 30ips 

-0O1 3.75-7.5=-—15ips equalization option N/C 
-02 100kHz bias option N/C 
-03 Line Input Transformer option 70, 
-04 less SYNC amplifier PC boards toe 

Single-Channel Tape Recording Electronics 

360-00 with equalization for 7,5-15ips 645, 
-0O1 3.75=7,5ips equalization option N/C 
-02 Line Input Transformer option 35% 


Power Supplies for Model 355 (SPECIFY TRANSPORT 
WHEN ORDERING) 


900-00 Rack=-mounting supply for 8 channels 265, 
(4-355's with most Ampex transports) 
910-00 Power Supply for below-deck mounting, 3256 
7. powers 24 channels (12-355's) 


* Combine options as required, Example: 355-01-02-04 


